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LIMITED OFFICIAL USE ASUNCION 3930 

E.O. 11652: N/A 

TAGS: BEXP, AR, BR, PA 

SUBJECT: CORPUS HYDROELECTRIC PLANT 

REF: ASUNCION 3868 

1. EMBASSY HAS RECEIVED COMMERCIAL CABLE FROM 
BARRETT VP, CHARLES T. MAIN, INC., BOSTON, MASS., 
REQUESTING INFORMATION ON STATUS OF PROPOSALS FOR 
CORPUS HYDROELECTRIC PROJECT. CABLE REQUESTED REPLY 
VIA TELEX NO. 94-0598. 

2. EMBASSY HAS NO TELEX FACILITIES AND COST OF 
COMMERCIAL CABLE REPLY PROHIBITED. 

3. DEPT REQUESTED TO CONTACT BARRETT, EXPLAINING 
REASON WHY EMBASSY UNABLE REPLY BY CABLE, 

AND PROVIDE HIM WITH SUBSTANCE OF INFORMATION CON- 
TAINED IN REFTEL. 
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